


ried Workspace ™ LI 


Storage Combination (WWS-S6PCSS) 
efficiently organizes a 9 x 2 foot space. 


= All-steel heavy-duty construction is built to last 


= Modular components can be configured to customize your 
workspace 


™ Keyed locks secure chemicals and property 


= Zero clearance doors enable cabinets to be placed in a corner 
or next to each other 


= Wall cabinet can mount to trackwall or direct to wall 

™ Shelves inside cabinets support up to 50 Ibs. 

= 2 x 2-inch tubular steel workbench legs provide a sturdy frame 
= Workbenches support up to 500 Ibs. 


= Workbenches are available with 1.5-in. thick butcher block or 
stainless steel work surface 


= Tool cabinets fit neatly under workbenches for added storage 
and organization 


™ Packaged Ready to Assemble; hardware and assembly 
instructions included 


FEATURES 


Leveling feet 








with 1.25 inch 
adjustability 
Keyed locks ensure 
Two-point secure Opening for stability 
locking system workbench 4) electrical cords of floor 
in wall and drawers and for charging cabinet and 
floor cabinets cabinets inside cabinets workbenches 








a” 





Waterloo Series Shop Series Shop Series Shop Series 
5-Drawer Cabinet 5-Drawer Cabinet 4-Drawer Cabinet 3-Drawer Cabinet 


Tool cabinets fit neatly under the workbench. 


WORKSPACE STORAGE 


ITEM NO. Bye ON WIDTH | DEPTH | HEIGHT | EA. PRICE | TOTAL 


WEFC-32BK 32-Inch Wide Floor Cabinet Sone (islor 74 
WWC-28BK 28-Inch Wide Wall Cabinet Prey {Oy ee 2a) 
WWB-72BKBB — 6-Foot Workbench with Butcher Block Top* Taek 24.0" 41" 
WWB-72BKSS_ — 6-Foot Workbench with Stainless Steel Top* 72.0" 24.0" 41" 
WCA-265BK Waterloo Series 5-Drawer Tool Cabinet 2b.o) {cs} |B} 34.5" 
SCA-265BK-B Shop Series 5-Drawer Tool Cabinet Zee eG). oes 
SCA-264BK-B Shop Series 4-Drawer Tool Cabinet BSS); (SB) oes 
SCA-263BK-B Shop Series 3-Drawer Tool Cabinet 2)S).3). eae) = 


WWS-S6PCSS = 6-Piece Workspace Storage Combination 

e 1 - Floor Cabinet 
2 - Wall Cabinets 
1 - Workbench with Stainless Steel Top 
1 - 4-Drawer Shop Series Tool Cabinet 
1 - 5-Drawer Shop Series Tool Cabinet 


Total 
* Height of work surface is 41.0 inches, height from floor to top of back splash is 43.0 inches. 


SOLD TO SHIP TO 


www.waterlooindustries.com 

800.833.8851 

Waterloo Industries, Inc., 139 West Forest Hill Ave., Oak Creek, WI 53154 
© 2014 Waterloo Industries 
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